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ATTENTION : Executive Officer 
FROM H 


Acting Chief, Management Staff 


SUBJECT : Management Staff Weekly Report 
19 - 23 September 1977 


Low Priority Budget Items Identified 


ODP identified 5 items comprising $200K, as the Offices’ 
lowest priority items in the FY-78 budget. For internal 
purposes additional low priority items will be identified which 
will amount to 5% of our ADP funds. [x STATINTL 


CAMS, ISS/DDO Computer Upgrade 


The transfer of the IBM 158-1 to support CAMS and the 
upgrade of the DDO computer with attached processors was 


approved by D/ODP. iii STATINTL 
IBM 360/195 Replacement RFP 


Amendment #2 to RFP 15-77A was mailed to all vendors on 
20 September. This amendment made minor corrections to the 
RFP and answered questions raised by IBM at a meeting on 19 
September regarding evaluation criteria and the equivalency of 
the IBM 3033 and Amdahl 470/V6 processors. Proposals are due 
12 noon, 26 September 1977. Peed STATINTL 


OS/ODP Planning Group 


The OS/ODP Planning Group met on 20 September. Topics 
discussed were the security guidelines for the computer output 
distribution point and destruction of disk platters.  TINTL 


Data Transmission Working Group 


This working group met on 20 September to discuss the 
Electronic Time and Attendance Reporting (ETAR). Attendees 
discussed points of difference between OF and OC and the STATINTL 
implementation of this project. [xD 


